The cisc was 4' 10^ long inside by 3' 4* broad, including
the dividing slab, leaving one to the east 2 feet, the other
i foot broad. In the eastern division were two skeletons,
both shorter than the cist, the upper with tie face downwards, the
lower one on its left side. In the division to the west was
one skeleton, that of a woman, as my apothecary declared,
which appeared perfect as it lay ; but no portions of these
skeletons could be preserved, owing to their crumbling directly
they were exposed to the air. The iron lamp, of which
there is a representation, see below : was found hooked into
the shale at the head or north end of the grave. The earth on

Cairn JJ, Jime&fL   Iron Lamp, 4 size.
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